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TOPSECRET ! 906007/ 

INFO 

A® 8X6729 
a FILM EVALUATION REPORT 
C a TYPE X/F/3147 

D 0 FULTRGN 202/MX-578/1 MI M 4 SEC/78 DEGREES F. 

Eo 2. 60/2® 60 

F* 3404/2156-269-4-10-6/DNA 
Go (I) GOOD 
<2> GOOD 
(3) MEDIUM 
<4> GOOD 
(5) OPERATIONAL 
C6> NORMAL 

(7) OVERALL CLOUD COVER APPROX FIVE PERCENT® TRACK SEGMENT 
T1 APPROX 5 PERCENT AND T2 APPROX 5 PERCENT* 

H« 0 o N 0 DISPOSITION TO I ~~\ 

I I 0 P S E C R E T ■ 
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3 DUPE/FOS TO NATIONAL CUSTOMERS 
6 DUPE/POS TO THEATER CUSTOMERS 
1 DUPE/ NEG TO THEATER CUSTOMER 

la NORMAL START-UP AND SHUT-DOWN WITH SHUTTLE MOTION,, BETWEEN 
FRAMES 1-20. TIMING MARKS ON LEADING EDGE APPEAR UNDER EXPOSED ON 
ALL FORWARD FRAMES, CLOCK IS FORWARD DATA CHAMBER ENTERED IMAGE 
area 1/4 INCH INTERMITTENTLY THROUGHOUT MISSION AND APPEARED OUT 
OF FOCUS OCCASSIONALLY, A 4 DEGREE DEVIATION FROM PERPENDICULAR 
WAS NOTED WITH RESPECT TO DATA CHAMBER, TIMING MARKS APPEARED IN 
DASH FORM IN AFT LEADING EDGE THROUGH OUT ENTIRE MISSION, CAMERA 
RECYCLED in FRAMES 482-510, SEVERAL PLUS DENSITY STREAKS WERE 
NOTED INTERMITTENTLY THROUGHOUT THE MISSION; NOT EXTENDING BETWEEN 
FRAMES. A MINUS DENSITY LINE, 1 1/4 INCHES FROM TRAILING EDGE APPEARED 
ON ALL AFT FRAMES. HANDLING SCRATCHES WERE 'NOTED AROUND FILM SPLICES. 

A SMALL EMULSION SCRATCH, I 1/2 INCHES FROM TRAILING EDGE APPEARED 
IN PART ONE. MINUS DENSITY LINE, 1 1/4 INCHES FROM TRAILING EDGE ON 

ALL AFT FRAMES. 
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LOWER PORTION i 

QF DATA CHAMBER 

INTERMIT' 

TENTLY POORLY RECORDED 

AND 

INTERMITTENTLY 

APPEARED 

WITHIN 

IMAGERY 

. CAMERA 

CAGED INDICATOR 

APPARENT IN FRAMES 

285-296® 

V/H INDICATOR 

APPEARS 

intermittently® 
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